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SOVIET CYLINDER VALVE ORDERS FKUM VVB PLAbG LN Halli (3 op; Germans no date) 


his report consists of three docwents pertaining to Soviet orders ter 
valves for oxygen and hydrogen cylinders from the VVEB (Federation of People-Uwned 
tmterprises) Non-errous Metal Casting Flert in Halle. 25X1C 


25X1B The first document is a l-page, tyrewritten report which ‘states that in 1950, 
the VVB Nonferrous-Metal Casting Plant in ! alle produced 3,500 oxygen cylinder 
valves for Soviet Army instellation and 1,500 oxygen cylinder valves 
for Soviet Army installation ibe orice pe 2. is civen as j/ sil west. 
The authority originating the order is Cerniepnated as eae The renort further 
states that this authority will order 20,000 oxygen cylinder valves and 54609 25X1C 
hydrogen cylinder valves in early 1951. 


The second document, a l-narce nhotcsts ° is a detailed sketch of the various 
parts of the oxygen cylinder ‘valve, giving: the dimensions for each indivicvel vert 
and the reauired specificetions. 


The third document, a lenere shotosted,, is a sketch of the assembled t:x; ae 
cylinder valve. The lerend lists 16 incisddual parts of the valve, giving ° 
type of material each part is made of, enti, in some cases, the dimensions oe an 
Darts » 
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